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Message Text 



CONFIDENTIAL 

PAGE 01 STATE 135034 

62 

ORIGIN NEA-09 

INFO OCT-01 ISO-OO MED-01 DODE-OO RSC-01 /012R 

DRAFTED BY NEA/EX:CFPOLLEY:RM 
APPROVED BY NE A/EX : DLWILLI AMSON 
DG/MED:WWATSON (SUBST) 

NEA/EX:BPWALKER 

NEA/EX:TWDAVIS 

007414 

R 241908Z JUN 74 
FM SECSTATE WASHDC 
TO AMEMBASSY ISLAMABAD 

CONFIDENTIAL STATE 135034 

SUBJECT: MEDICAL FACILITIES FOR PAKISTAN 

FOR AMBASSADOR FROM WILLIAMSON 

REF: (A) ISLAMABAD 5692; (B) ISLAMABAD 5924 

1. ON BASIS YOUR 5692, CAPT HEILMAN ABLE PROCEED DRAWING 
UP LIST OF ITEMS WHICH MILITARY WILL TRY TO FIND SURPLUS 
AND FULLY EQUIPPED AMBULANCE HAS BEEN ADDED. 

2. WE EXPECT HAVE COMPLETE LIST SOON AND WILL KEEP YOU 
INFORMED. 

KISSINGER 



CONFIDENTIAL 



NNN 
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Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 24 JUN 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: CollinPO 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974STATE1 35034 
Document Source: CORE 
Document Unique ID: 00 
Drafter: CFPOLLEY:RM 
Enclosure: DG ALTERED 
Executive Order: GS 
Errors: N/A 

Film Number: D7401 66-031 7 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t1 974061 9/aaaaapta. tel 

Line Count: 44 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN NEA 
Original Classification: CONFIDENTIAL 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 

Previous Classification: CONFIDENTIAL 

Previous Handling Restrictions: n/a 

Reference: (A) ISLAMABAD 5692; (B) ISLAMABAD 59, 24 

Review Action: RELEASED, APPROVED 

Review Authority: CollinPO 

Review Comment: n/a 

Review Content Flags: 

Review Date: 22 AUG 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <22 AUG 2002 by WorrelSW>; APPROVED <14 FEB 2003 by CollinP0> 

Review Markings: 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: MEDICAL FACILITIES FOR PAKISTAN FOR AMBASSADOR FROM WILLIAMSON 
TAGS: AFSP, AMED, PK 
To: ISLAMABAD 
Type: TE 

Markings: Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 



Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 




